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43S0 Federal Dr 
Suite 100 

Greensboro, North Carolina 57410 
United States 


Original Submitter: 


Patient ID: 

Ait. Patient ID: 
Specimen ID: 

Alt. Specimen ID: 


Patient ID: 

Alt. Patient ID: 
Specimen ID: 

Alt, Specimen ID: 


CDC Specimen ID: 2013002018 CDC Unique ID: N8K6PQ13 

Material submitted: Original material 

Specimen Source: Cerebrospinal fluid (C5F) 

Specimen source site: 

Test order name: Identification 


Specimen collected Date: 9/25/2012 

Date sent to CDC: 

Date Received: 10/ 2/2012 

Date Reported: 4/25/2014 
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CDC 


Centers for Disease Control & Prevention 

Fungal identification Laboratory 



Patient Name: Shaw, Effie 

Sex: Birthdate: Age: 


Public Health / International Submitter IDs 

Patient ID: A]t. Patient ID: 

Specimen ID: Alt. Specimen ID: 

CDC S pea men ID: 2013002018 CDC Unique ID: N8K6PQ13 


Type of Specimen: Fungal Meningitits Outbreak 2012 

Test Result 

PC R fa r fu nga I detect! on N eg a ti ve 

Real -time PCR for Exserohiium detection Positive for Exserohilum 

DISCLAIMER - RESEARCH PROCEDURE 

PCR for fungal detection is a research test. This test has not been cleared or approved by the FDA. The 
performance characteristics have not been established. The results of this test should not be used for the 
diagnosis, treatment, or assessment of patient health or management. 

Comments: 

This report has been amended to reflect the addition of a new real-time PCR assay for Exserohilum, 

Approved by: Mary E. Brandt, Ph.D. 

Ph: 404-639-0281 
Fax: 404-639-3021 
E-mail: MBrandt@cdc.gov 
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Centers for Disease Control & Prevention 
Fungal Identification Laboratory 
Mails top Gil, 1600 Clifton Rd NE, Atlanta, GA 30329, United States 

Report Status: Amended 


Patient Name; SHAW, EFFIE 

Sex; Female Birthdate: 11/15/1934 Age: 


Submitter to CDC : 


Original Submitter: 


State of North Carolina Public Health Laboratory 
306 North Wilmington Street 
P.O. Box 2S047 

Raleigh, North Carolina 27611-8047 
United States 


High Point Regional Hospital 
601 N Elm St 

High Point,, North Carolina 27261 
United States 


Patient ID : 

Alt- Patient ID: 
Specimen ID: 

Alt, Specimen ID: 


Patient ID: 

Alt. Patient ID: 
Specimen ID; 

Alt. Specimen ID: 


CDC Specimen ID: 2013002100 CDC Unique ID: N8K6PQER 

Material submitted: Original material 

Specimen Source: Cerebrospinal fluid (CSF) 

Specimen source site: 

Test order name: PCR 


Specimen coliected Date: 

Date sent to CDC: 

Date Received: 10/10/2012 

Date Reported; 5/ 6/2014 


Revision History: Final(lG/13/20l2) 

Date Printed: 5/6/2014 CLIA ID * 11D0668319 Page 1 of 2 


DOJ NECC001 166545 



Centers for Disease Control & Prevention 
Fungal Identification Laboratory 



Patient Name; SHAW, EFFIE 

Sex: Female Birthdate; 11/15/1934 Age; 


Public Health / International Submitter IDs 

Patient ID: Ait. Patient ID: 

Specimen ID: Alt. Specimen ID: 

CDC Specimen ID: 2013002100 CDC Unique ID: N8K6PQER 

C DC Outbreak ID:: NC-01 


Test Result 

PCR for fungal detection Negative 

Real-time PCR for Exserohilum detection Positive for Exserohilum 

DISCLAIMER - RESEARCH PROCEDURE 

PCR for fungal detection is a research test. This test has not been cleared or approved by the FDA. The 
performance characteristics have not been established. The results of this test should not be used for the 
diagnosis, treatment, or assessment of patient health or management. 

Comments: 

This report has been amended to reflect the addition of a new real-time PCR assay for Exserohilum. 

Approved by: Mary E. Brandt, Ph.D, 

Ph; 404-639-0281 
Fax; 404-639-3021 
E-mail: MBrandt@cdc.gov 
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